Worker injured during the drilling operation 
at Fukushima Daiichi Nuclear Power Station 
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[Summary] 

• Today (Mar. 28), at around 2:30 PM, an accident was reported to the Emergency Task Force at Fukushima 
Daiichi Nuclear Power Station that a worker was buried under soil during the work in drilling operation near the 
empty container warehouse located in the Solid Waste Storage Warehouse. 

• The worker buried under soil was rescued and carried to the Entrance Control Building Emergency Medical 
Care. 

• The worker's condition shows unconsciousness with cardiac arrest. 

• At 3:26 PM, the worker was delivered to the Iwaki Kyoritsu hospital by ambulance from the Emergency 
Medical Care. 




